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-thatched2. When Hentzner wrote, all the other
.theatres as well as this were composed of wood.

The Globe was a publiek theatre, and of consi-
derable size3, and there they always acted by day-light4.
On the roof of this, and the other publick theatres

. 2 In the long Antwerp View of London in the Pepysian
Library at Cambridge, is a representation of the Globe theatre,
from which a drawing was made by the Rev. Mr. Henley, and
transmitted to Mr. Steevens. From" that drawing this cut was
made.

3  The Globe, we learn from Wright's Historia Histrionica, was
nearly of the same size as the Fortune, which has been already
described.

4  Historia Histrionica, 8vo. 1699, p. 7.